Ear Piercing in 
Dubai 


The lobe is the lower section of the ear, 
which is one of the most common 
piercings. Helix: The helix is positioned in 
the upper cartilage of the ear. Forward 
Helix: The forward helix is placed on the 
curve on the outer portion of the ear. Rook: 
The Rook is located in the cartilage of the 
upper ear 


Ear Piercing in Dubai 


Ear piercing in Dubai is a popular and culturally significant practice, 
reflecting the diverse and cosmopolitan nature of the city. With a 
wide array of options available, from traditional piercing technigues 
to more contemporary methods, residents and visitors alike have 
access to a plethora of choices when it comes to adorninDubai 
boasts a multitude of professional and reputable piercing studios, 
ensuring that hygiene and safety standards are upheld to the 
highest degree. Additionally, these studios often offer a variety of 
jewelry options, ranging from simple studs to intricate designs, 
catering to different tastes and styles. g their ears. 
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Whether seeking a subtle and classic look ora bold and avant- 
garde statement, individuals can find skilled professionals who 
can provide expert advice and personalized services to meet 
their specific preferences. Additionally, Dubai's ear piercing 
establishments cater to all age groups, offering services for both 
children and adults, with a focus on creating a comfortable and 
enjoyable experience for all clients. Overall, ear piercing in 
Dubai is a thriving industry, blending tradition with modernity to 
offer a diverse range of options for those looking to express 
themselves through this timeless form of body adornment. 


Contact us 


Email: 
info@royalclinicdubai.com 
Address: Villa 1089, Al 
Wasl Road, Al Manara Area 


Phone Number: 
971 4333 0708 


